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Registered Voters 30833 - Cards Cast 4467 14.49% Num. Report Precinct 21 - Num. Reporting 21 100.00% 


SENATOR IN GENERAL COURT 

Number of Precincts 

Precincts Reporting 

Times Counted 

Total Votes 

Total 

21 

21 

4467/30833 

4462 

100.0 % 
14.5 % 

CINDY F FRIEDMAN 

3991 

89.44% 

IAN T JACKSON 

332 

7.44% 

Write-in Votes 

139 

3.12% 






